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इस भाग में भिन्न पष्ठ संख्या दी जाती है जिससे कि यह प्रलग संकलन के रूप में रखा जा सक । 
Separate paging is given to thiş Part in order that it may be filled 

A separate compilation . 


MINISTRY OF PETROLEUM AND CHEMICALS AND MINES AND METALS 

(Department of Mines and Metals) 

NOTIFICATION 

New Delhi, the 13th May 1970 
S . O . 1750. - In pursuance of clause 12B and 120 of the Colliery Control Order , 
1945, as continued in force by section 16 of the Essential Commodities Act , 1956 
( 10 of 1955 ) , the Central Government hereby makes the Iol !OW 

the following amendment in 

aicuncay 44 
the notification of the Government of India in the erstwhile Ministry of Steel, 
Mines and Metals ( Department of Mines and Metals ) No. S . O . 2464 , dated the 
24th July, 1967, namely : 
In the said notification , after the words " non - coking coals of all grades" the 
words " excluding blendable coals " shall be inserted . 

[ No. CIX - 2 (41) /89.CII.) 
G . RAMANATHAN , Jt. Secy . 
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